PLATE CXH
A.   TERMINAL MORAINE WITH KNOBB AND KETTLES At eastern margin of Columbia Glacier.   Photograph by U. S. Grant, June 24, 1909, from Station B (Map 6).
B.   MEARES GLACIEB AND MOUNT GROBVENOB At the head of Unakwik Inlet.   From Photo Station C (Kg. 37), July 18,1910.